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PROJECTS NOW IN PROGRESS 

Study of Classified Waste Disposal System 

A & E Design for E levator and Stair Additions H 

25X1 A to Building H 

Engineering Study of Fire Alarm Systems 

Resurfacing of Certain Roads 

25X1 A Design and Construction of Vault, 

Design for Installation of Water Main 

25X1 A Construction of Addition to^^| Parking Lot 

Paving of Athletic Court and Access Road 

Revisions to Power Distribution System 

25X1 A Installation of Anechoic Chamber, Bldg. H 

Addition of Six Antennas 

Alterations to Men's Toilet and Shop 

TOTAL 


COST 

$10,350 

7, 780 
4, 299 
9, 000 

68, 350 
8,430 
9, 942 
1,500 

8, 155 
84, 900 
41,355 

7, 130 

$261, 191 



25X1 A 
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